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TAGS: OGEN, ETRD, TBIO, SP 

SUBJECT: FDA ADVISORY - DEFECTIVE ELECTRONIC PRODUCT - 
EXCESSIVE ULTRAVIOLET RADIATION 

REE: STATE 126575 

EMBASSY NOTIFIED OFFICIAL NATIONAL SPANISH DENTISTS 
ASSOCIATION AND OFEICIAL DENTISTS ASSOCIATION EOR 
MADRID AREA BY TELEPHONE OF SITUATION CONVEYED BY 
REETEL, ON JUNE 2. THEREAFTER SENT NOTE VERBALE 
TO FOREIGN MINISTRY CONVEYING INEORMATION THEREIN, 
WITH COPIES TO THESE ASSOCIATIONS. 
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